162    DOCKETED ITEMS

Q. inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Walls." Svc list end.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSS.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10,
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21   'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.UncontroIled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9106210168  NRC Info Notice 91-041. "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co, of New York, Inc. 63pp. 58464:001-58464:065.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list enci.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

DOCKET 50*440 PERRY NUCLEAR POWER PLANT, UNIT 1

F. Security, medical, emergency & fire protection plans

9107020063 Forwards FEMA 910607 Itr transmitting final exercise evaluation rept for
offsite portion of 1990 emergency preparedness exercise.Offsite emergency prepared-

GREGER.LR Region 3 (Post 820201). 91/06/21. LYSTER.M.D. Cleveland Electric Il-
luminating Co. 2pp. 58282:054-58282:118.

-9106180453 Forwards final exercise rept for 900620 joint exercise of offsite radiologi-
cal emergency response plans site-specific to plant

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/06/07. CONGEL.FJ.
Division of Radiation Protection & Emergency Preparedness (Post 870411). 1p.
58282:056-58282:056.

-9106180455 "Final Exercise Rept of 900620 Exercise."
* Federal Emergency Management Agency. 91/05/31. 61pp. 58282:057-58282:118.

9107020064 Discusses plans for 910819-30 EOP insp at facility.
WRIGHT.G.C. Region 3 (Post 820201). 91/06/26. LYSTER.M.D. Cleveland Electric Il-
luminating Co. 6pp. 58253:126-58253:131.

9107020135 Provides preliminary insp schedule for planning purposes re EOP insp on
910819-30.

WRIGHT.G.C. Region 3 (Post 820201). 91/06/26. LYSTER.M.D. Cleveland Electric Il-
luminating Co. 3pp. 58253:347-58253:349.

G. Adjudicatory correspondence

9107050127 Memorandum & order/ Appeal filed by Ohio Citizens for Responsible
Energy dismissed.per 910505 withdrawal notice. W/Certificate of Svc.Served on
910625.

CHILK.SJ. Office of the Secretary of the Commission. #391 11913. 91/06/25. Ohio
Citizens for Responsible Energy. 2pp. 58278:222-58278:223.

H. General correspondence

9107190027 Requests facility svc list be updated to replace RA Newkirk w/KP Donovan
& to add RA Stratman.

LYSTER.M.D. Cefiterior Energy. 91/07/10. Document Control Branch (Document
Control Desk). 1 p. 58485:065-58485:065.

J. Insurance & Indemnity information

9107230364 Reviews financial info submitted for 1991 in 910319 Itr. Concludes that info
satisfies requirements of section 140.21 of 10CFR140.

NASH.DA Policy Development & Technical Support Branch (Post 870411). 91/07/
12. MILLER.B.M. Ohio Edfeon Co. 1p. 58510:183-58510:183.

K. Utility Final Safety Analysis Report (FSAR) & amends

9107150263 Forwards application for amend to License NPF-58,revising Tech Specs
2.1.2,2.2.1,3.3.1,3.3.6.3.4.1.1,3.4.1.2 & 3.4.1.3.

LYSTER.M.D. Centerior Energy. 91/06/28. Document Control Branch (Document
Control Desk). 1p. 58462:001-58462:137.

-9107150266 Revised Appendix  15F for updated  FSAR for Perry Nuclear Power
Plant,Unit1.
* Centerior Energy. 91/06/28. 48pp. 58462:090-58462:137.

M. Antitrust correspondence

9107020137 Discusses util answer to opposition of City of Cleveland.OH to hearing w/
respect to denial of applications to suspend antitrust license conditions & petition for
leave to intervene in event hearing is requested & granted.

SPENCER.M.S. Shaw, Pittman. Potts & Trowbridge. #391 11901. 91/06/17.
BECHHOEFER.C.. FRYE.J.H. Atomic Safety and Licensing Board Panel. MILLER.M.E.
Affiliation Not Assigned. 1p. 58254:178-58254:178.

9107020068 Memorandum & order (prehearing conference).* Board ack receipt of Ohio
Edison application to amend facility OL & requests that info be provided by
applicants.W/Certificate of Svc.Served on 910620.

MILLER.M.E. Atomic Safety and Licensing Board Panel. #391 11892. 91/06/19.
Cleveland Electric Illuminating Co. 5pp. 58254:084-58254:088.

9107020110 Alabama Electric Cooperative reply to oppositions filed to petition to inter-
vene.* Informs of util intention to assure vindication of proper legat principIe.W/Certifi-
cate of Svc.

MACGUINEAS.D.B.. BOSKEY.B. Alabama Electric Cooperative. Inc.
MACGUINEAS.D.B. Volpe, Boskey & Lyons. #391 11903. 91/06/20. Atomic Safety
and Licensing Board Panel. 6pp. 58254:121-58254:126.

9107020152 NRC Staff response to requests for hearing filed by Ohio Edison Co,Toledo
Edison Co & Cleveland Electric illuminating Co.* NRC does not oppose licensee re-
quests for hearing.but actions limited.W/Certificate of Svc & notice of appearance.
TURK.S.E. Office of the General Counsel (Post 860701). #391  11905. 91/06/20.
Atomic Safety and Licensing Board Panel. 14pp. 58254:206-58254:219.

9107020165 NRC Staff response to petitions for leave to intervene filed by city of
Cleveland.OH & Alabama Electric Cooperative,Inc.* Board should deny petition for
leave to intervene filed by Alabama Electric because petition failed standing.
TURK.S.E. Office of the General Counsel (Post 860701). #391  11904. 91/06/20.
Atomic Safety and Licensing Board Panel. 47pp. 58254:223-58254:269.

9107150067 Petition of util for leave to intervene.* If license conditions can disappear &
reappear w/shifting economics of electric generation,AMP-Ohio future will be seriously
jeopardized.W/Certificate of Svc.

STRAUS.D.R. American Municipal Power-Ohio, Inc. STRAUS.D.R. Spiegel & McDiar-
mid. #391 11945. 91/07/03. Atomic Safety and Licensing Board Panel. 7pp.
58404:225-58404:231.

9107150144 Notice of reconstitution of Board.* Judge GP Bollwerk replaces Judge JH
Frye.due to schedule conflict. W/Certificate of Svc.Served on 910710.Reserved on
910712.

COTTER.B.P. Atomic Safety and Licensing Board Panel. #391 11958. 91/07/08. 5pp.
58404:307-58404:311.

9107150148 Forwards memorandum & order issued on 910619,scheduling prehearing
conference for 910725 in Bethesda.MD to discuss AMP-Ohio petition.Served on
910718.

BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #391 11962. 91/07/09.
STRAUS.D.R. Spiegel & McDiarmid. 1p. 58404:312-58404:312.

9107150235 10CFR2.714(b)(1) suppl to conditional petition to intervene of City of
Cleveland.OH submitted in connection w/910725 prehearing conference.W/Certificate
of Svc & svc list

GOLDBERG.R. Cleveland, OH. GOLDBERG.R., STROTHER.C.D. Goldberg, Reldman
& Hjelmfelt. #391 11964. 91/07/10. Commissioners (Post 750119). 20pp. 58405:039-
58405:058.

9107240083 Supple by American Municipal Power-Ohio, Inc to petition for leave to inter-
vene.* Facility requests addl time to mod suppl.W/Certificate of Svc.
STRAUS.D.R. American Municipal Power-Ohio. Inc. STRAUS.D.R. Spiegel & McDiar-
mid.  #391   11969.  91/07/10.  Atomic Safety and Licensing  Board  Panel.  6pp.
58499:114-58499:119.

9107260027 Answer of Cleveland Electric & Toledo Edison to petition of American Mu-
nicipal Power-Ohio for leave to intervene.* Utils believe that 910703 petition should be
granted.W/Certificate of Svc.

MURPHY.J.P. Cleveland Electric Illuminating Co. MURPHY.J.P. Toledo Edison Co.
MURPHY.J.P. Affiliation Not Assigned. #391 12001. 91/07/18. Commissioners (Post
750119). 4pp. 58536:111-58536:114.

9107260097 Answer of Ohio Edison Co to petition of American Municipal Power-
Ohiojnc (AMP-Ohio) for leave to intervene.* Util does not object to admission of
AMP-Ohio as intervenor on basis of status as benefidary.W/Certificate of Svc.
CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman, Potts & Trc
#391 12000. 91/07/18. Atomic Safety and Licensing Board Panel. 5pp. ~~
58536:230.

9107260172 Notice of intent to participate.* Rles notice of intention to participate in
proceeding re facility concerning antitrust laws.W/Certificate of Svc.
SCHECHTER.M.C., FONES.R.W., URBAN.J.R. Justice, Dept. of. #391 12022. 91/07/
22. 6pp. 58536:355-58536:360.

9107300151 NRC Staff responses to petition for leave to intervene filed by American
Municipal Power-Ohio,Inc.* Licensing board should grant petition for leave to inter-
vene filed by American Municipal Power-Ohio, Inc.W/Certificate of Svc.
TURK.S.E. Office of the General Counsel (Post 860701). #391  12045. 91/07/23.
Atomic Safety and Licensing Board Panel. 12pp. 58559:321-58559:332.
WALLACE.EG. Tennessee Valley Authority. 91/07/08. 21pp. 58484:209-58484:229.ommissioners (Post 750119). 104pp. 58537:232-58537:339.
